Brief comment text:

I am concerned to the lack of actual testing and the potential to cause channel congestion for 900 mhz internet bridging via Ubiquiti Rocket 900.  Also I use the frequencies for telemetry on occasion.
It could also adversely affect Amatuer radio use in the 900 mhz region.
